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UNCLASSIFIED 

PAGE 01 BRUSSE 00410 171541Z 
ACTION COME-00 

INFO OCT-01 EUR-12 ISO-00 EB-07 /020W 

171550Z 067116/53 

R 17141 IZ JAN 77 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 8815 

UNCLAS BRUSSELS 0410 


Message Text 


E.O. 11652:N/A 
TAGS:ESTC,BE 

SUBJECT: FOLLOW-UP ON EXPORT TRANSACTION CHECK: 

GENERAL EQUIPMENT MEDICAL S.A. 

REE: STATE 311936: STATE 234715; BRUSSELS 012799 

1 .GENERAL EQUIPMENT MEDICAL HAS INFORMED EMBASSY THAT THE 1 1 ,000 
INTEGRATED CIRCUITS EROM ARROW ELECTRONICS WERE ORDERED EOR IN- 
CORPORATION IN PRODUCTS INTENDED FOR SALE IN THE BENELUX COUNTRIES 
AND ERANCE. 

RECOMMEND EXPORT LICENSE (OEA CASE A224626) BE GRANTED. 

FIRESTONE 


UNCLASSIFIED 


NNN 
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